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The following incident ig believed by source to have been the chief 


Central Bank of Argentina, and the contributing factor for the sub~ 25X1A6a 
mission of resignations by both men on 23 November. eee 

Comment, Miranda's resignation was not accepted; Maroglio was 

reinstated in his position at the bank, ) 


in El Globo stock pending an investigation, Maroglio's. move ig 
said to have greatly angered Miranda, a Stockholder, and, follow- 
‘ing a bitter exchange, both men submitted their resignations. 
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